NORTH CAROLINA STATE 


OF THE UNIVERsITy oF Nort CAROLINA 
at RALEIGH 


EpucAtionaL TELEVISION STUDIO 


Mr. Gerald Hawkins 

Division of Student Affairs 
Daniels Hall 

Campus 


Dear Gerald: 


In regard to your request that the ETV studio find space to 
accomodate the installation of a low powered educational FM station, 
may I indicate our complete willingness to cooperate. 


It is our belief that adequate space can conveniently be assigned in 
room 24, from which point there is easy coaxial cable access to the 
roof and tower structure. Power requirements for such transmission 
equipment as you propose should be available without any major 
adaptation in building facilities at that point. 


As I have discussed with you previously, arrangements for technical 
supervision of the transmission system to be installed would have to 
be made with individual engineers, be they on our staff or no. In 
any case, however, our building engineer would have responsibility 
for approving installation, operation and maintenance procedures 
insofar as they might affect other operations in the studio building. 


I will undertake to put your office in contact with Mr. Alan MacIntyre, 
who is Director of Engineering for the consolidated University and who 
is in charge of the microwave antenna placement on the tower itself. 


We salute the development of educational FM broadcasting on our campus 
and are pleased to contribute to it in these ways. 


Sincerely, 
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LX 
Director o 
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George L. Hall-1s 


April 16, 1965 


